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COPT 


STATINTL □ 


board of governors 

of the 

FEDERAL RESERVE SYSTEM 
Washington 25, D.C* 

Address official correspondence 
to the Board 


August 14, 1947 


Bireotor, 

central intelligence Group, 

2430 E Street, N. W. 
ftashington 25, D. C. 


Dear 



STATINTL ! 


Thant you for your memorandum of August 11, 1947 informing 
us of the discontinuance of the "a" wire service furnished by the 
Foreign Broadcast Intelligence Branch. We regret that it is not 
feasible for your agency to rearrange the presentation of the daily 
reports, however, we should appreciate FBIB placing us on the 
mailing list for eight copies instead of the one we now receive* 

IS© are most grateful for the excellent service and the many courtesies 
whioh we have received from the FBIB which has been exceedingly 
beneficial to the research work of the Board* 


Sincerely yours. 


/s/ Wendell E. Thorne 

Wendell S. Thorne, 
Administrative Assistant, 

Division of Research and Statistics* 
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